Which is the best rooftop unit for your job? 


We've assessed the benefits of several rooftop units we stock. We cover all the things you 


Highgate 


need to consider such as whether systems cool AND heat, and how much cab space they need. 


A NEW product! 
ROOFTOP COMPARISON SIGMA RED DOT RED DOT RED DOT RED DOT 


Model Number 


Highgate Part Number 


Cooling 


Heating 


12V and 24V 


Weight 


Cover Material 


Draw 


Air Flow 


Compressor 


Profile 


Height 


Length 


Width 


EPR4 
RO-99300/99301 
(Vj BTU 15,354 
Optional 

Vj 

47kg 

Steel 
40A/20A 
318 CFM 

K 

Standard 
364mm 
804mm 


650mm 


R-9727 
RO-98702/98704 
(Vj BTU 22,000 
Es 

Vj 

47kg 

Steel 
10.2A/6A 
320 CEM 

K 

Standard 
264mm 
768mm 


624mm 


R-6101 
RO-98632/98634 
(Vj BTU 21,300 
Es 

Vj 

18kg 

Plastic 

25.7 A/12.9A 
299 CFM 

K 

Low 

195mm 

761mm 


569mm 


R-9777 
RO-98852/98854 
(Vj BTU 25,000 
Optional 

Vj 

29.5kg 

Plastic 
38.2A/19.1A 
355 CEM 

K 

Low 

200mm 
940mm 


760mm 


E-6100 
RO-99012/99024 
(Vj BTU 15,000 
Es 

Vj 

45kg 

Plastic 
60-100A 

299 CFM 
Electric 

Low 

188mm 
790mm 


642mm 


Contact us on 1800 15 15 15 or email sales@highgateair.com.au for a tailored solution specific to the job you're working on. 


